TOBACCO INSTITUTE TESTING LABORATORY 

S454 Wisconsin Avenue 

CHEVY CHASE, MARYLAND 20015 

S 52 - 2 0-42 


January 16, 1973 


Mr. J. E. Wickham 
Philip Morris Incorporated 
Post Offfice Box 3D 
Richmond, Virginia 23206 

Dear Ed; __ 

I am/sending you by Un?t&d Parcel the empty 
packs from Market Sample #10. kt am also enclosing 
a list of cities with their associated number. 

This th e fir st—picTc-up made by FTC field 

personnel, and we received the packs after their 
laboratory had finished with them. It is likely 
that some packs may be mixed and do not belong to 
the city indicated. 


WLS/ps 

Enclosure 


Best regards, 



Wxlliam L. Steele 


PM3000952219 


Source: https://www.industrydocuments.ucsf.edu/docs/ssnk0001 



